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Message Text 


CONFIDENTIAL 

PAGE 01 KAMPAL 01173 301002 Z 
14 

ACTION AF-18 

INFO OCT-01 EUR-25 ADP-00 CIAE-00 DODE-OO PM-09 H-02 

INR-10 L-03 NSAE-00 NSC-10 PA-03 RSC-01 PRS-01 SS-14 

USIA-12 NEA-10 OMB-01 RSR-01 INRE-00 /121 W 

062591 

PR 300910 Z MAR 73 
FM AMEMBASSY KAMPALA 
TO SECSTATE WASHDC PRIORITY 2268 
INFG AMEMBASSY DAR ES SALAAM 
AMEMBASSY LONDON 
AMEMBASSY NAIROBI 

CONFIDENTIAL KAMPALA 1 173 

E. 0.11652, GDS 
TAGS: PINS UG 

SUBJECT: STATUS OF STATE RESEARCH OFFICES 
REF: KAMPALA 1171 

DURING LATE MORNING 30 MARCH EMBOFF CHECKED THREE BUILDINGS 
KNOWN TO BE OCCUPIED BY STATE RESEARCH OFFICE PERSONNEL AND 
NOTED GATES OPEN, NO SENTRIES ON DUTY AND ONLY ONE OR TWO 
VEHICLES PARKED IN EACH COMPOUND. ONE COMPOUND HAD ARMY JEEP 
PARKED INSIDE NEAR GATE. NO PERSONNEL WERE OBSERVED IN OR 
NEAR ANY OF THE BUILDINGS, WHICH SUGGESTS REF REPORT MAY BE 
TRUE. 

KEELEY 


CONFIDENTIAL 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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